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SUBJECT : A cc e pt ance of Certain Work on Contract No. SC-2,1-54-. 


The attached 
hereby accepted, 
of work performed 
51 of Contract lb. 

Item No. 1 

Item So. 18 

Item Ho. 19 

Item No. ZL 

Item Ho. 21A 

Item No. 25 
Item No. 3 2 
Item No. 35 
Item No. 51 


report s as listed herein have been reviewed and are 
Acceptance of these reports constitutes acceptance 
tinder Items 80 s. 1 , 18 , 19 , 21, ZLA, 25, 32, 35 and 
SC-21 -54** 

- Report on "Strength of Glass." 

- Report No. 361 - "Proposal for the Design 
of a Lens Evaluating Instrument. " 

- Report No. 413 - "A Rev Lens Evaluating 
Instrument. " 

- Re po rt No. 419 - "Ds*i©i of 36 Inch f/10 
High Precision Leas. ” 

- Repeat 80 . 441 - "Design of a 36 loch 
f /10 High Precision Law.” 

- Report No. 449 * "Optical PerfOstmuw* of 

a 36 in. f/10 Lens for IS x 18 Inch. Format. * 

- Report No. 442 - ’Report on Item 1 Model 153 
Memory IMit . ” 

- Report No. 464 - “Final Repeat, Testing, 

Selection and Rework of 24 inch f /6 Lease. “ 

- Report No, 447 - "Description of Test 
Equipment Pbr Moiel 153 Me mo r y Unit,” 


CONCUR; 


DTO 


Contracting Officer* 


25X1 A 


Approved For Release 2002/08/12 : CIA-RDP61-00763A0001 000201 17-3 




